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MEMORANDUM YOR: Chief, Supplemental Programs Divieion, OC 


SUBJECT 1 Overshipment of System One Power Supplies 
(C2 Unit) BP 10406, to Requirement Ho. 2 
umier Contract 4-101 


i. We hava been informed by the Contractor that four (4) 
each MP 10406, System One Power Supplies (C2 Units) were over~ 
shipped to you, 


oe 2, It ia ' sent to Director of Materiel, 
DPS/DCI, Attent for return to the depot. These 
four unite are r complete shipment of our requirements, 
25xX1 


Contracting ter, DPS/DCI 


Distribution: 
Orig ~ Addressee 
2 = Addressee 
73 ~ Contracts, Contract A~101 Delivery Folder 
w/cy 1 of DPS-1002 
4 - Dir. of Mat 
5 = Chrono, RI 


25X11 DPS/ocly mw (2/6/58) 
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